Q.  Without my reading all of that into the
record, are you telling me that you didn't, because
it happened to be Sam Pulice, that you didn't
consider this to be a very serious situation?

A.  That's basically right, yes, sir.

Q.  In other words, if you are Sam Pulice, you are
allowed to do this sort of things?

A.  Yes, sir; and there was some question as to
exactly, in the step three, if that was exactly the
way the words were stated.

Q.  Didn't he in fact, and doesn't the grievance
indicate, that the grievance was withdrawn because
he apologized to Dickey and he admitted that he had
said these things?

A.  To the best of my knowledge, there was a step
three meeting, and in the step three meeting, Jim was
asking for an apology.  I don't know that Sam actually
said, I apologize.  I know they went round and round.
I can't recollect the exact words.

Q.  Well, I show you C7 again.  It's signed by

Mr, Passera and Mr. Antonelli, and doesn't it say he

apologized to Jim Dickey on the back of step three?

A.  Apologized to Jim Dickey on the back, yes.
Q.  Wasn't that the settlement?

A.  Must be, sir.  Like I said, I can't recall the
exact wording that Sam used with Mr, Dickey.

Q.  Notwithstanding all that, that is not nearly

as Important or as serious as Mr, Dickey getting into the

altercation with his common-law wife, Donna Yoder,

was it?

A.  No. sir, it wasn't.

Q.  This injury that Mr. Yoder received never resulted
in any Workmen's Compensation claim being filed against
U.S. Steel?

A.  I can't answer that; not to my knowledge,

Q.  As far as you know, it never cost U.S. Steel a dime,
did it?

A.  I don't know,  I don't handle the Preparation Plant,
so I am not sure if there was any time lost on it.
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